The  meeting  house  of  the  First  Unitarian  Society  of 
Madison,  Wisconsin.     Frank  Lloyd  Wright,  architect. 

The  prow  or  apex  pointing  North  is  a  steeple  within 
the  building.  It  is  enclosed  by  louvers  of  2  by  12  inch 
planks,  the  space  between  being  filled  by  stationary 
panes  of  glass  2  by  4  feet  long. 
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